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SUB J : REVISION OF TENTATIVE GREEK POWER DEVELOPMENT PLAN 

REF 75 ATHENS 4505 

1 . EMBASSY HAS OBTAINED FROM THE PLANNING DIVISION OF 
PUBLIC POWER CORPORATION (PPC) MAIN FEATURES OF TENTATIVE 
TEN- YEAR POWER DEVELOPMENT PLAN, WHICH REVISES THE PLAN 
SUBMITTED BY REFTEL. THE PLAN, WHICH OFFERS IMPORTANT OPPORTUNITIES 
FOR US EXPORTS, HAS NOT BEEN RELEASED AND IT MAY UNDERGO 
SIGNIFICANT CHANGES BEFORE IT BECOMES PUBLIC. 

2. PLAN'S TIMETABLE FOR COMMENCEMENT OF OPERATION OF 
PROPOSED POWER UNITS IS PROVIDED BELOW. 

A) JULY 1981 - SFIKIA I: 105 MAGEWATT HYDRO UNIT TO 
BE INSTALLED ON ALIAKMON RIVER 

B) JULY 1981 - ASOMATA I, II, AND III: THREE HYDRO 
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C) DECEMBER 1981 - MEGALOPOLIS IV: 300 MW 
LIGNITE BURNING UNIT 

D) OCTOBER 1981 - SFIKIA II: 105 MW HYDRO UNIT ON 
ALIAKMON RIVER 

E) JANUARY 1982 - SFIKIA III: 105 MW HYDRO UNIT 

F) OCTOBER 1982 - KARDIA V: 300 MW LIGNITE-BURNING UNIT 

G) JUNE 1983 - THESSAURUS I: 180 MW HYDRO UNIT TO 
BE INSTALLED ON NESTOS RIVER 

H) JUNE 1983 - TEMENOS: 48 MW HYDRO UNIT ON NESTOS RIVER 

I) JULY 1983 - STRATOS I: 85 MW HYDRO UNIT ON ACHELOOS RIVER 

J) OCTOBER 1983 - THESSAURUS II: 180 MW HYDRO UNIT ON 
NESTOS RIVER 

K) OCTOBER 1983 - STRATOS II: 85 MW HYDRO UNIT ON ACHELOOS RIVER 

L) OCTOBER 1983 - KARDIA VI: 300 MW LIGNITE-BURNING UNIT 

M) OCTOBER 1984 - KARDIA VII: 300 MW LIGNITE- BURNING UNIT 

N) MARCH 1985 - KARDIA VIII: 300 MW LIGNITE-BURNING UNIT 

O) OCTOBER 1985 - KARDIA IX: 300 MW LIGNITE-BURNING UNIT. 

P) OCTOBER 1986 - NUCLEAR I: 600 MW NUCLEAR POWER PLANT. 
KUBISCH 
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